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Cities are the epicenters of growth; however, the rising urbanization phenomenon 
has directly given rise to unchecked resources exploitation. Contamination of 
fresh water and scarcity of water resources are the first and foremost issues that 
occur as a result of over-exploitation and mismanagement of the city’s water 
resources and has led to resource overuse and resource use conflict between 
various users. 

With support from Heinrich Boll Foundation (HBF), this study is undertaken to 
explore and understand water resource flows in urban areas and accordingly 
draw lessons for more efficient urban water planning and management. The 
study attempts to enable a more holistic understanding of not only sources of 
water into a city and its use in the city, but also the quantity of resource and the 
different processes through which it flows before its final consumption, treatment 
and disposal. The key objective of the study is to highlight the need for viewing 
urban water management systems through the circular metabolism perspective 
and to identify areas where interventions can be made to ensure efficient water 
management. 

Raw water, drinking water, waste water and urban eco-systems in the urban 
environments are often managed in isolation rather than as an integrated system. 
As a result, there is a gap in the methodology that can enable urban planners in 
designing water sufficient and efficient cities or retrofit existing cities in terms of 
infrastructure, water governance and water education. An urban water resource 
flow methodology is likely to provide tools for sustainable solutions to address 
the growing water demand and efficient water management in cities. 

An understanding of urban water resource flows, integrating the principles 
of resource circularity into planning would add significant value to designing 
sustainable and resilient cities. The study would additionally support policy 
makers in developing strategies and actions for integrated water management for 
resource(water) security and resilience. 

This report is the glimpse of the baseline scenario prevailing in the city of 
Udaipur. Following are the key aspects of the nature of water flows in Udaipur: 



CHARACTERISTICS OF UDAIPUR’S WATER 
SOURCES 


The Udaipur city is primarily dependent on the surface water sources to meet 
its water needs, apart from a few traditional wells. This is indicative of the fact 
that factors like average rainfall as well as qualitative of freshwater will be of 
importance for sustainable resource management in the future. Increasing 
the optimum usage of water extracted as well as ensuring quality treatment of 
wastewater will be highly recommended for the city of Udaipur. 
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POTENTIAL OF WASTE WATER AS A RESOURCE 


On an average, Udaipur city generates about 60 MLD (Million litres per day) of 
wastewater. Currently, only one wastewater treatment plant in Udaipur, operated 
by Hindustan Zinc Ltd, treats 20 MLD of wastewater which is about 30 percent of 
the city’s wastewater. Of the treated wastewater, 9.5 MLD is used by the Industrial 
Zinc Complex, 7.3 MLD is used for horticultural purposes and 1.1 MLD is released 
into the Ahar River. There are 2 other wastewater treatment plants proposed by the 
UIT and UMC of a combined capacity of 15MLD. Presently the remaining untreated 
wastewater is disposed in the lakes bodies indicating the huge unutilized resource 
with a potential of reducing the dependency on fresh water, if treated waste water is 
brought to reuse and preserving the lakes from water contamination. 



NATURE OF GOVERNANCE IN WATER MANAGEMENT 


Udaipur city has 55 wards under the jurisdiction of Udaipur Municipal Corporation 
(UMC) which have been divided among 7 water supply zones. UMC is the main 
administrative body for Udaipur city, under which various line departments function 
for operation and maintenance of urban services. The Urban Improvement Trust 
(UIT) is responsible for the implementation of development plans and infrastructure 
in the notified UIT areas. In addition, there are a number of line departments 
under the State authority, that provide support services like the Public Health and 
Engineering Department, Town Planning, Public Works Department, Rajasthan 
Housing Board, RSRTC, Tourism Department etc. With numerous bodies working 
together, it is important that the larger picture of sustainable urban water resource 
management is kept in mind. 



EFFICIENT WATER DISTRIBUTION SYSTEM 


Like many other cities, the Udaipur city is also facing the problem of distribution 
loss. Despite having sufficient water from both ground and surface sources, nearly 
48% of the water goes unaccounted for, being categorised under non-revenue 
water which includes both physical and apparent losses. This indicates operation 
and management issues in the distribution system, with leakages from old pipes 
and unmetered or illegal connections being a leading cause of water loss. In 2017, 
more than 20% of the metered connections needed replacement as well in order 
to have correct meter reading. The need for efficient management of the water 
distribution system is apparent for the benefit of the city. 




Udaipur 


45.1 

Population on (xIOOOO) 



Udaipur is known as the City of Lakes and is a popular tourism 
site with its Rajput palaces, and scenic nature. Udaipur city is 
the district headquarters of the Udaipur district. The city has 
witnessed multi-fold development in the last two decades. It acts 
as an industrial, administrative, and educational center of the 
region. Udaipur is dependent on its lake system, which is the life 
source of the city in terms of surface water resources, tourism and 
ecosystem at large. 


21.95 

2011 decadal growth % 


Figure 1: Status of Udaipur 


Udaipur is the sixth largest city in the state of Rajasthan and has 
witnessed considerable population growth in the last 4 decades 
facilitated by a growing economy which is attributed to the large 
influx of tourists and the growing tourism industry. 



CITY’S PRIORITIES 

Udaipur’s smart city proposal highlights that “water and sewerage” is the 
2 nd top most priority for citizens, first being “Tourism”. 

Udaipur city has a great natural drainage system as Ayad River, passing across 
the town and falling in the Udai sagar, carrying all the storm water of the city. 
The Ayad river bisects the city into two parts i.e. southern part and northern 
part with its river line at lowest level, all the nallas/drainage falls into the Ayad 
river. 
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Slum Population (%) 

14.36% 




Baseline Water Stress 

> 80 % 


MoUD Scheme/ 
Programmes 

AMRUT for improvement 
of water supply, sewerage, 
drainage, public transport and 
parking; 


Supply 




Total water supply 
(freshwater and ground 
water sources) 

83.15 MLD 



% households having in-house 
water supply connection 

52 % 




Avg water 
supply/person 

155LPCD 



NRW 

48% 



33% 

of slum households have legal 
water supply connections 


& 
* * * * * 

* * * * 


Avg annual rainfall 

637mm 


Freshwater Source 

/\/\/\/\/ Lakes Pichola, Fateh Sagar, 
Jaisamand, Rivers Mansi and 
Wakal. 50 tube wells and 32 
step wells. 180 panghats and 
2650 hand pumps. 
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CURRENT 
SITUATION OF THE 

URBAN 

WATER 

CYCLE 


ADMINISTRATIVE FRAMEWORK 

Like in most cities in India, the Public Health and Engineering Department which falls 
under the State Government is responsible for the production and distribution of water 
both surface water and ground water. This entails planning, designing, construction, 
operation, and maintenance of the water supply system. There is tri-party agreement 
between the Udaipur Municipal Corporation (UMC), Urban Improvement Trust, 

Udaipur (U1T) and PHED. The UMC is responsible for providing basic services such 
as sewerage and sanitation (up to a certain extent mainly operation and maintenance) 
similar is the responsibility of UIT in their designated area. Other departments that are 
involved mentioned below. 


Figure 2: Institutional set-up in Udaipur 
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Table 1: Departments involved in the urban water management of Udaipur 


Urban Infrastructure Service 

Water supply 

Sewerage 

Planning and Design 

PHED 

UIT/PHE D/UMC 

Construction/Implementation 

PHED 

UIT/PHED 

Organisation and Management 

PHED 

UIT/UMC 

Policy Making 

GoR 

GoR 

Regulation 

PHED 

UIT 


For effective management, Udaipur city has been divided into 9 divisions for the water 
supply zones, where the closest water source is considered for each ward/project. A 
total of 83.15MLD of water is produced for distribution in Udaipur city with an average 
155 LPCD. Under the Atal Mission for Rejuvenation and Urban Transformation (AMRUT) 
project, 2 phases have been in operation that have primarily focused on integrated 
sewerage networks (see map below). 


























Table 2 Details of transmission and distribution zones 


Name of transmission and distribution zones 


1 Doodh Talai water supply zone 

2 Mansi Wakal water supply zone 

3 Patel Circle water supply zone 

4 Jhamar kotra water supply zone 

5 Teetardhi water supply zone 

6 Neemachmata water supply zone 

7 Gulab bagh water supply zone 

8 Fatehsagar water supply zone 

9 Kanpur water supply zone 


DRAWING OF SEWERAGE SYSTEM AMRUT PHASE-2 & WALL CITY AREA (SMART CITY) OR STP WORK (SMART CITY ) UDAIPUR 



Drawing o( Sewerage System AMRUT pho»«-? & wall city 
or eo f amort city) or STP work (SMAR T CITY ) UDAIPUR 

PROVIDINC SEWERAGE SYSTEM & STP(AMAUlitSMAST CITY ) 
UDAIPUR 


EXCELTECH CONSULTANCY AND PROJECTS PVT LTD 
10-11, Notraj Nagor, Imli Photok, Jolpu', Rg)aethan 
ob-09166444666, E’moil-exeel.orojeclNeredlltmall.eom 
’ :ts06Qgmoil.cbm _ 


xcelprojects_ 

"" l—s 


Army Area 


SCALE -1:220 


Amrut Phase-llnd 


Wall City Area 
(Smart City) 

Existing Area (UIT) 
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ABOUT 

SANKEY 
DIAGRAM 


The source of extraction as depicted in the Sankey diagram for the 
city of Udaipur is both surface and ground water. These are mainly 
rain-fed sources, which include 5 artificial fresh water lakes and 
dam on perennial river. 


Figure 3: 
Sankey diagram of 
the current water 
flow scenario in 
Udaipur 



As depicted in the above diagram: 


1. 78.5MLD of surface water is extracted from Pichhola lake, Fatehsagar lake, 
Jaisamand lake, Badi Lake and the Mansi Wakal Dam. 5MLD of ground water is 
extracted to meet the total demand of the city from several tubewells and open 
wells which include several traditional baoris. 

2. Raw water that is extracted is then sent for treatment (78.4MLD), with 5.1MLD 
of the raw water being directly transferred for distribution to the city without 
treatment. 



Treated water is then sent to elevated reservoirs for storage (62.7 MLD) and 
15.7 MLD is directly pumped into the distribution system. This 
distributional difference is due to the fact that in some 
parts of the city the pipelines are connected 
directed to the households. 

In the case of water stored at the elevated 
reservoirs, 44.9MLD of the treated 
water is stored in in 35 Overhead 
Storage reservoirs and distributed 
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GROUND 
WATER (5) 
















to the households in the 7 zones, 
and 33.5 MLD of the water is 
unaccounted water. This proportion 
is unaccounted water, as its 
destination is uncertain. This could 
be due to transmission losses, 
evapotranspiration, industrial uses 
as well as unmetered connections 
or metered but unbilled 
connections 

5. The PHED department then 
distributes the water to the 7 
zones, the distributional amount 
is dependent on the population 


in zone. Thus total of 51.38 MLD 
is distributed for domestic use 
and 13.87 MLD is labelled as 
unaccounted water due to the 
assumptions mentioned above. 

6. Assuming that 80% of the water 
utilized is let out as wastewater and 
based on the information provided 
the sewage generated is 50MLD. 

7. Udaipur city has one sewage 
treatment plant of a capacity 
of 20MLD that is operated by 
Hindustan Zinc. 50% of this treated 
sewage water is re-used in the 


internal operation of the STP and 
50% is disposed in the Ayad river. 
The remaining sewage water 
(30MLD) is discharged into the city 
water bodies or in the Ayad river, 
untreated. 

The current urban water system in 
Udaipur clearly indicates the potential 
for efficient water management with 
strategic focus on the potential for 
reuse of treated waste water; an 
efficient water distribution as well as 
wastewater collection system. 
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ANALYSIS 

FRAME 






Extraction > Treatment > Distribution > 


Consumption 

/Use 


> 
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> 
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Supply and Demand 


Supply and Demand 



Water Network Infrastructure (O&M) 


Physical and Apparent losses 
Addressal & Redressal 


Figure 4: Analysis frame for understanding the urban water flow of cities 


For an effective sustainable urban water system, the natural 
and anthropological parts of the urban water system have been 
explored from the lens of resource resilience and efficiency. Four 
domains have been identified to act as a lens to understand the 
urban water system. The four lenses through which the water 
flows in the city of Udaipur is looked through: 

• Resource Sufficiency: This refers to the ability of ensuring continuity in 
consumption without constraints on the supply. The main drivers of increased 
self sufficiency are identified as shortage of available water, constrained 
infrastructure, high quality water demands and commercial and institutional 
pressures. Research studies have demonstrated that increases in self 
sufficiency ratios can be achieved upto 80% with contributions from recycled 
water, sea water desalination and rain water collection (Rygaard, Binning, & 
Albrechsten, 2011). 

• Operational performance: This refers to the performance which is measured 
against standard or prescribed indicators of effectiveness, efficiency, and 
environmental responsibility such as cycle time, productivity, waste reduction 
and regulatory compliance. 

• Resource Efficiency: Resource efficiency is defined as ‘the ratio of resource 
inputs on one hand to economic outputs and social benefits on the other’. 

It is an innovative approach to resource consumption by reducing the total 
environmental impact of the production and consumption from raw material 
extraction to final use and disposal. It is plays a pivotal role in introducing 


































































sustainable production and consumption patterns to residents of the city 
as well as municipal governments on the opportunity to improve resource 
efficiency, decrease C02 emissions, reduce environmental risks and safeguard 
ecosystems. 

• Resource Equity: This refers to ensuring equitable access to water, and 
to the benefits from water use, between women and men, rich people and 
poor, across different social and economic groups which involves issues of 
entitlement, access and control. 

These lenses are used to understand the nature of water management in the city 
and identify key areas of intervention to support sustainable urban water system. 
This would further contribute towards achieving Sustainable Development Goal- Six 
(SDG-6) on clean water and sanitation for all. The progress on each of these lenses 
would contribute to specific indicators under SDG6 and targets laid under Ministry 
of Housing and Urban Affair’s (MoHUA) programme- Smart Cities Mission. 

The key SDG indicators include - 

• Target 6.1.1: Proportion of population using safely managed drinking water 
services 

• Target 6.3.1: Proportion of safely treated wastewater, for which India is yet to 
define some standards 

• Target 6.4.2: Level of water stress (referred as BWS in this report) i.e. 
freshwater withdrawal as a proportion of available freshwater resources. 

Areas with BWS above 20 percent may already begin to experience risks from 
stress to the environment 1 and a threshold of 40% signifies severely water-stressed 
conditions. 2 According to the UN Statistics India’s national average of BWS was 
44.53% in 2014. 

Accordingly, this analysis framework would help identify the key points for 
intervention in the city water management practice and would contribute towards 
establishing efficient and resilient water management system in the city. 


1 Although several groups have attempted to set minimum environmental ow requirements for healthy 

freshwater ecosystems, differences in eco- systems and hydrological regimes around the world hinder the 
creation of a meaningful global standard. ^ 

2 Vorosmarty et al., "Global Water Resources: Vulnerability from Climate Change and Population Growth." 
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RESOURCE 

SUFFICIENCY 



SUPPLY 



DEMAND 



RESILIENCE 


77% 


% households 
having in-house 
water supply 
connection 


16792.75 

MCFT 

Total availability 
of freshwater 
(surface and 
ground water) 


83.50 

MLD 

Freshwater 
treatment and 
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of the city 


451,100 115 MLD 92739 KL 


Population (2011 Total water demand Total storage 

Census) of the city (MLD) capacity (city 

infrastructure) 



Figure 5: Sources of water supply in Udaipur 


SUPPLY 

The water supply in Udaipur is maintained by 5 
surface sources, 4 open well, 16 Baories, 60 Tube 
Well, 199 Panghat and 2938 hand pumps. 

The 5 surface water sources provide the city with 
a total of 78.50 MLD. The Capacity of surface 
sources of Pichhola lake, Fatehsagar Lake, 
Jaisamand lake, Badi Lake, Mansi Wakal dam are 
483.00, 427.00,14650.00, 370.75 and 862.00 
MCFT respectively. 

The city has 10 water treatment plants with 
total treatment capacity of 84.24MLD and 89% 
utilisation. Of the 10 treatment plants, 6 plants are 
based on rapid gravity filters (RGF), while 3 are 
based on pressure filters (PF). 


Table 3: Existing water treatment plants in Udaipur 


Sr. no 

Name of water treatment plant 

Capacity (MLD) 

Source of raw water 

1 

Doodh Talai RGF 

13.64 

Pichola 

2 

Gulab Bagh RGF 

4.54 

Pichola 

3 

Gulab Bagh PF 

2.27 

Pichola 

4 

Doodh Talai PF 

2.85 

Pichola 

5 

Neemuch Mata RGF 

11.35 

Fatehsagar 

6 

Fatehsagar WTP 

3.45 

Fatehsagar 

7 

Fatehsagar PF 

1.72 

Fatehsagar 

8 

Nandeshwar RGF 

23.35 

Mansi-Wakal-I 

9 

Teetardi RGF 

13.5 

Jaisamand 

10 

Patel Circle RGF 

7.57 

Jaisamand/ Pichola 

Total 


84.24 
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Source: Information provided by PHED 






DEMAND 



The total water demand for Udaipur city with a population of 451,100 (2011 Census) 
and a floating population of 30,000 is about 65 MLD, considering an average 
135 Ipcd water supply. However, the total water demand for the city includes that 
of domestic, industrial, institutional, tourist and floating population. As per the 
information provided by PHED, this amounts to 115 MLD. Assuming water supply 
loss to be 20% of the water supplied, the city calculates its per capita raw water 
demand to be 162 Ipcd. 


Based on population projections the city would require 101 MLD of raw water 
by 2021,122 MLD by 2031 and 148 MLD by 2041. With the increasing population 
trends and unregulated consumption trends, it is pertinent that the city authorities 
think of more efficient means to supply this water demand. 


H15 

MLD 


u 

<o 7 

IrOp) 
I— 0-1— 


83.50 

MLD 


STORAGE 

There are 35 number OHSR having capacity 27188 KL & 19 GLSR having capacity 
17711 KL and total capacity of storage reservoir is 44900kl or 44.90.ML. Water is 
supplied to consumers mostly through elevated reservoirs but in some part of city 
direct pumping is also used during supply hours, the ratio of these is 4:1. 
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OPERATIONAL 

PERFORMANCE 




ADDRESSAL AND 
REDRESSAL 



INFRASTRUCTURE 

MANAGEMENT 


70% 

Efficiency in 
redressal of 
complaints 


50% 541 km 

of the pipes 

require Length of distribution 

replacement system 

Distribution 

system 


42% 

23.43% 

83% 

Current NRW% 

% households 

% collection of 


dependent on ground 

water charges 


water 



1 STP of 
20MLD 

Number and 
capacity of STPs 


6 monthly 

Frequency of 
operation and 
maintenance 
procedures 
within the supply 
network 


The entire Udaipur water supply system is maintained and operated by the PHED. 
However, due to lack of man power, some of the activities have been outsourced 
such as leakage repair, cleaning of tanks, repairing of pumping sets etc. Of this 
system the PHED has setup a distribution pipeline of a total length of approximately 
541 km. 
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There are total 17 Sewage Pumping and Lifting Stations and the length of the 
pumping mains is 6.9 km. In the year 2013-16, UIT with assistance of Hindustan Zinc 
Limited, laid a 7.78 KM trunk line of diameters varying from 800 mm to 1400 mm for 
conveying the waste water to STP of 20 MLD capacity at Ekingpura. This STP was 
based on MBBR technology. HZL has an already established 80km pipeline network 
to provide water to the industry from the STP. 

Apart from the 20 MLD of waste water that is diverted to the STP, the rest of the city’ 
waste water is disposed untreated into 139 drains in the city that flow into the Ayad 
river. Sewerage pipes are laid at 2.5 m depth and fresh water pipes at 4m depth. This 
has caused the leakages from the sewerage network to contaminate the fresh water 
supply at weak points. 



Location of Udaipur in Rajasthan 
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Development Alternatives 


1. Water bodies, Green area + topography (all within map boundary) 

2. Sources: Surface only (The Capacity of surface sources of Pichhola lake , Fatehsagar Lake, Jaisamand lake , Badi 
Lake , Mansi Wakal dam are 483.00,427.00,14650.00,370.75 and 862.00 MCFT respectively). 

3. Infrastructure: Pumping stations, Water treatment plants, Sewage treatment plant, Major drain, Industry (Hindustan 
Zinc Ltd). There are total 17 Sewage Pumping and Lifting Stations and the length of the pumping mains is 6.9 km 

4. Zones (administrative) 

5. Storage (amount if not location) 

6. Current projects 
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RESOURCE 

EFFICIENCY 



WATER STRESS 



QUALITATIVE 

ALLOCATION 

(Use, Reuse, Recycle) 


80% 


78.5 MLD 


30% Approx. 256000kW 


Current Baseline 
Water Stress % 
(6.4.2) 


Current total 
withdrawal from 
freshwater sources 


Proportion of Energy consumption 

safely treated at the STPs 

wastewater 



Presently, one wastewater treatment plant (operated by Hindustan Zinc Ltd.) 
in Udaipur treats 20 million liters of wastewater per day, which is about 30 
percent of the city’s wastewater. In coming years, the intention is to establish 
treatment of the city’s entire wastewater. Gas production has not been 
established, and due to insufficient supply from the public electricity network, 
the current wastewater treatment plant is operated on generators. However, 
the plan is for a future treatment plant to produce energy based on the 
resources contained in the wastewater. - Expresswater on “Aarhus vand eyes 
india’s smart cities.” 


SEWERAGE 


Integrated sewerage map has been developed by the UMC and UIT, after 
the lake conservation plan under the national lake revival plan established in 
2013. 58km of sewerage network and a 7700m trunk line has been laid. 

Udaipur has 80% area where storm water drainage system exists and for 
remaining area proposals are being submitted under the AMRUT scheme. 

Considering the topography of the city, decentralize waste treatment system 
is necessary and therefore 2 STPs of 10 MLD capacities have been planned 
along Ayad river. 

20 MLD STP has been set up by Hindustan Zinc as part of their CSR in April 
2018 on their privately owned land. MBBR technology is being used. HZL had 
funded for the trunk line as well. The treated wastewater is being used for 
industrial purpose by Hindustan Zinc Ltd. 

The Udaipur Improvement Trust (UIT) built sewerage system of 24 kms 
length for the following areas around the lakes in the year 2002-04, to 
avoid untreated sewage being discharged in to the lakes. The sewerage 
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About 

50 MLD 

sewerage is 
generated in the city 



network built under this scheme covers peripheral areas of lake Pichola as well as 
internal areas like Delhi Gate, Chandpole, etc. Approximately 6000 house service 
connections are provided through this system. 

About 50 MLD sewerage is generated in the city. 12.5 MLD sewerage reaches the 
STP however the work of connecting outlet is under progress. Biological Oxygen 
Demand (BOD) of incoming wastewater is 250 mg/ Itr and outgoing sewage of STP is 
10 mg/ Itr. Chemical Oxygen Demand (COD) of incoming is 400 mg/ Itr and outgoing 
sewage of STP is 50 mg/ Itr TSS of incoming is 250 mg/ Itr and outgoing sewage of 
STP is 5 mg/ Itr. 

Integrated sewerage map has been developed by the UMC and UIT, after the lake 
conservation plan under the national lake revival plan established in 2013. 58km of 
sewerage network and a 7700m trunk line has been laid. 
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RESOURCE 

EQUITY 



115 

Municipal water 
supply per person 
per day 


2-4 

hours per day 

Duration of water 
supply per day 


Table 3 

Zone wise 
allocation of 
water 


Rs. 8.6/KL 29% 


Cost of 
production 
(extraction and 
treatment) 


Cost recovery 
in water supply 
services 


The city is divided in seven zones and 142 subzones, where the closest source is 
considered for each ward/project. The considerations are: closest source, enough 
pressure and if the water is reaching everyone or not. Alternate day water supply 
is maintained in town. The amount of ward population decides how much water is 
supplied per ward. 

The funding is through AMRUT I & II, Smart City Ltd. And RUID. These aim at a 65% 
coverage by 2020. The smart city program with Hindustan Zinc Ltd. is construction 
3 STPs of total 40 MLD of STPs: 5MLD plant near Kazrali House, 10MLD near 
FCI godown and 25MLD at Eklingpura (as an addition to 20MLD). At present, 
the sewerage plant covers 20.3% of the city, after completion of the project, the 
coverage will be 62.5%. 


Table 4: Zone wise allocation of water to households 


Zone 

No 

MLD supplied per 
zone 

Households with Water 
tap Connection 

Households without water 
tap connections 

1 

8.81 

14292 

7708 

II 

5.18 

7926 

74 

III 

5.18 

8515 

35 

IV 

7.26 

11263 

5237 

V 

7.26 

11604 

2396 

VI 

8.29 

12855 

5145 

VII 

9.85 

15511 

4489 


Total 51.83 81966 25084 


Thus given the above situational analysis of the water supply system in Udaipur 
city, it is evident that the city has 2 critical aspects to address: 

1. Replacement of old infrastructure to reduce leakages and identify causes for 
high NRW 

2. Identify potential for re-use of treated wastewater. The city is largely dependent 
on the lakes for its water supply which is further dependent on the rain. Thus 

to ensure water resilience in the city of Udaipur, it is crucial that the 60% of the 
wastewater that is disposed into the Ayad river untreated, is collected and re¬ 
used within the city. 
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WAY 

FORWARD 


It is clear from the analysis above that the aspects of resource efficiency, equity, 
resilience and operational performance have been considered in a disaggregated 
manner in the Udaipur. Thus for sustainable urban water management to be ensured, 
a collaborative perspective on the 4 lens of sustainability is the need of the hour. 

It is important to reassert the fact that technology or infrastructure is useless without 
the policy as well as the capacity to back it up. There continues to be a disconnect 
between policy decisions made and the actual demand from the overall city 
ecosystem. 

In the given situation, a framework for the integrated role of policy, business and 
civil society can potentially contribute to the sustainable development of the country 
in general and achieving targets listed under SDG 6 in particular. It is important to 
understand the co-benefits as well as the negative externalities of each stakeholder's 
decision towards effective management of the urban water system. 

Further, credible informative data would drive a variety of users including 
government, financial institutions supporting infrastructure projects and industries to 
influence and improve public water management on a local or utility level. 


Thus there is a need for a robust analysis to ensure that there is a strong integration 
of the policy, legislative and market ecosystem which is driven by sufficient 
information, required infrastructure, effective regulations and crisis response 
mechanism (see image below). 

Figure 6: Theory of change 
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Source: Adapted from WRI Environment Democracy Index (Worker and de Silva 2015) 


Note: The global geodatobase would drive a variety of users to influence and improve public water 
management on a local or utility level. Rather than offer a fixed set of activities that actors could take, this 
Technical Note documents the ecosystem of actors at play and focuses primarily on companies, as they are the 
primary data collection mechanisms. 
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UNDERSTANDING WATER FLOWS IN UDAIPUR 


With an overarching view of addressing diverse policy and practice issues, 
challenges, and transitions required for mainstreaming effective and efficient water 
management system in Udaipur, Development Alternatives with support from 
Heinrich Boll Foundation initiated a workshop on ‘Understanding Water Flows in 
Udaipur, on Thursday, 25th October, 2018 at The Fern Residency, Udaipur. The 
workshop focused on presenting the status of the urban water system in Udaipur 
and the potential for improvement in the system. 

The consultation provided a platform to bring together various stakeholders from 
the Government, civil society and academia to create multi-stakeholder dialogue 
and deliberate the importance of efficient water management and its co-benefits. 

The workshop resulted in a dynamic discussion on data, impactful information, 
effective regulation and more importantly, the role of behavior change in 
influencing the practice of sustainable lifestyles with the community. Following 
are the key suggestions that were considered at the workshop, for efficient and 
effective urban water management in Udaipur: 

Need for a policy document on water tariffs: A concern that the participants of 
the workshop spoke of was the issue of water tariffs and the lack of differential 
pricing depending on the volume of water consumed by a household. The 
participants were well aware of the fact that the official data claimed that Udaipur 
receives an average of 155 LPCD. Thus while certain zones may receive high 
volumes of water, other zones might barely receive the bare minimum. Hence 
while discussing the issues of water sufficiency and equity, it was suggested that 
the water tariffs should be reassessed to ensure regulation of consumption of 
water by users. 

Development of a Water Bank: Building on the issue of sufficiency and efficiency 
and the lack of credible micro level data, especially in identifying the losses in 
water (i.e., Non-Revenue Water), it was suggested that a Water Bank should be 
developed. This Water Bank would act as a payment service for water and well 
as provide serves for dual pipe water connections to be made possible for use of 
recycled grey water. 

Build community awareness on conservation through social media: While 
discussions on the supply side of efficiency and sufficiency of water was discussed, 
the issue of consumer awareness and education was still considered a more 
difficult problem to tackle. However, the participants did come to a consensus that 
one of the interventions for effective urban water management and especially with 
regard to the possible use of recycled wastewater was the need for addressing 
‘consumer behavior in re-shaping the demand and supply of water. In this regard, it 
was suggested that communication toolkits needed to be developed for especially 
the youth. Several social media platforms were suggested as being the key target 
for such communication tools to be presented. 
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